FIRST  METHODIST  CHURCH 
Commerce,  Georgia 

Being  founded  in  1843  under  the  name  Adelines  Chapel, 
if  was  loter  moved  and  renamed  Harmony  Grove  Methodist 
Church  in  1874.  The  name  once  again  changed  in  1903  to 
First  Methodist  Church.  The  present  building  on  Cherry  Street 
was  erected  in  1919. 
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